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Title : The Dry Distillation of a Polish Surface Turf 
in Semi-Industrial Units of Various Types. 
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Abstract; The experimental semi-carbonizetion of surface 
turf in a tunnel, in retort ovens and Swentos- 
lawski's oven is described. On the basis of 
the results obtained, it-is suggested that one 
should use in industry the Swentoslawski's unit 
or retort ovens depending on the required qual- 
ity of semi-coke. 
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AUTHORS: - Czerwifski, zenon, Zabrocki, Wiadysraw, Rychter, Stanislaw 
aS OES ES 
TITLE: Changes in the surface of crystals of NaBr+2H,0 and © 
Na,S0,+10H,0 under the influence of adsorbed ions 
“PERIODICAL: ‘Referativnyy zhurnal. Khimiya, no. 12, 1962, 38, abstract 
; 128249 (Studia Soc. scient. torunensis, v. 3, no. 1, 1961, j 
+ ~ 36) ei vend 


TEXT: In order to explain the changes in habit of crystals of NaBr+ 2,0 


and NaS0,°10H,0 growing. from a saturated solution when admixtures are 


added, the surface tension and viscosity were measured and the number of 

jons adsorbed on the surface of the forming crystals was determined. It 

was established that this number depends on the size of the crystals and 
- that the mature of the changes in habit is determined entirely by the 

"physical" adsorption. Xeray examinations confirm this conclusion. 
_[Abstracter's note: Complete translation.] 
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Prague, Ceskoslovenska Fysiologie, Vol 12, No 2, 1963; pp 95-104. 


Abstract: Review of the literature on various aspects of descriptive, 
experimental and clinical teratology; genetics and epidemiology of 
congenital malformations; organizations and publications dealing with 
° this field. Many experimental studies are reviewed briefly including 
"work with various physical and chemical agents such as drugs. Twelve 
Czech, 2 Soviet and about 50 Western references. 
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Inst : Not. given : 

Title : The Vascular System of a Chick Embryo. II. Intro- 
ductory Report 6n Experimental Cutting of the: Aortic 
Arches on the Fourth Day of Embryonal Life 


Orig Pub : Ceskosl. morfol., 1957, 5, No 3, 237-254 


‘Abatract A new experimental method of clamping eortic arches 
(AA) in a chick embryo by special silver clamps is 
described. By means of special forceps, & glass knife 
and glass hook, the chorion ia dissected ami the 
amniotic sac ig incised. Incision of extra-embryonic 
membranes does not have any appreciable influence on 
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“Abs Jour + Ref Zbur - Biologiya, No 1, 1959, No- 2938 


the future development of the foetus. The silver clamps 
were applied on various AA of the fetus for a period 

not exceeding 48 hours. By themselves the clamps did 
not produce any pathological changes in the tissues of 
the embryo. It was established that exclusion of the 

3rd and 6th AA on the right side and hth and 6th AA 

on the left side brings & complete disappearance of 
those AA. When the 3rd left AA is excluded ‘an elongation 
of the left carotid artery is observed. Exclusion of — 
the 4th right AA sometimes brings about its disappearance 
but more often is accompanied by the appearance of a 

new AA from the 3rd right AA or from the 3rd right ami 
left AA. When the 4th right AA is excluded, in 15% of 
cases the arch of the aorta develops from the 3rd right 


-QZECHOSLOVAKIA / Human and Animal Morphology (Normal and s_ 
Bicod Vessels. 


‘APP j San tory Systen. . 
ROVED FOR RELEASES‘06/ 20/3000" CTA-RDP86-00513R001446410020-9" 
Abs Jour $=: Ref Zhur - Biologiya, No 1, 1959, No. 2938 ; 


AA. Data are also gubmitted on changes of the carotid, 
subclavian and pulmonary arteries after. application of 
clampa on various AA of chick embryos. Part I see 
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1. Of tne Institute of Biology, Work Group of Prof. B. Sekle, 
M.D., and of the Institute of Anatomy, both of the Medical - 
Faculty of Charles University, Prague (Head of Institute of 
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Abstract : Wo abstract. 
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The Vasculcr Syster of the Lerge Enbryo. I. On the Probler 
of the Developnent and Exporinental Morphology of Veins of 


the Yolk Sac. 


Coakosl. norfole, 1956, 4, No 2, 142-162 


For on expleneation of the functionel-norpholorical peculisritics. 


of veins of the yolk sc, ° method is propose: of their cor- 
pression. by silver wire clemping. Chenges of the blood flow - 
set in immediately nfter the imposition of clcps ond de- 
termine the forietion of colletersl blood-circuletion, the 
treets and direction of which cre not chenged henceforth. 
Only the luzen of the vessel is incressed. The vein is re- 
eonelized cround the compression, usuclly on the side where 
the yolk sec was porforsted. The trunks v. ve vitelline 
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prednosta prof. dr. L. Borovansky. 
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AUTHORS: - Bartakova, B. and Rychtera, A.M. 


TITLE: Aluminium Rotors in the Tropics 
PERIODICAL: Elektrotechnik, 1960, No.3, pp.68-69 


TEXT: A number of authors argue against using rotors with 
cast aluminium windings and support their arguments by photographs 
which indicate damage suffered by aluminium cages: On the other 
hand, the results of corrosion tests support the oppusite view: 
The difficulties caused by this uncertainty are particularly grave . 
in the case of small motors, since for these it would be economic-_ 
_ ally prohibitive to apply specially a manufacturing technology 
completely different from the one currently used. At the second 
conference on tropicalization held in Budapest in 1957 it was 
decided that all the Socialist Bloc countries should participate 
in solving this problem. The test results available have shown 
‘that the greatest danger to the functioning of the motors is not 
' the corrosion of the squirrel cage but the corrosion of the dynamo 
sheet. - The aluminium will not corrode in a humid medium provided 
that pure first-melt aluminium has been used for the squirrel cage: 
However. fulfilment of this condition is not always a simple 
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matter, Although the aluminium E-Al CSN 42 4004 has a guaranteed 
purity of 99.5%, quality control is not usually applied since the: 
available methods are fairly Lengthy and laborious, (The aluminium 
is contaminated most during manufacture of the cage, The surface 

of the bath is exposed to an atmosphere that is highly contaminated j 
with dust and with coke combustion products, Residues of gatings f 
which are removed from the manufactured cages are thrown back 

into the. bath after they have been moved about the floor and ; 
contaminated by adhering metal particles, dust and other impurities, 
To ensure that the cast metal remains pure it is necessary to make 
certain,by adequate reception tests, that the aluminium supplied > 
has a satisfactory purity. The quantity of melted metal should be 
as small as possible, not exceeding 2 to 5 rotors. The metal 
should be molten in an induction furnace and gatings and other 

scrap should not be thrown back into the bath. Furthermore, some 

of the castings should be subjected to corrosion tests in a humid 
and saline atmosphere. The corrosion stability of aluminium can be 
improved by a coat of varnish. Practical tests have shown that it 
is not necessary to fear electrolytic corrosion due to contact 
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between aluminium and steel under humid conditions, The difference 

in the electrolytic potential of pure aluminium and steel is. & 
relatively small and ions of aluminium will collect on.the steel in 
the neighbourhood of the area of contact and thus form a protective 
coating. The main problem is the protection of the dynamo sheets, 
since they are subjected to rapid corrosion, particularly at the 
edges, First, the protection of the individual sheets was solved 
without verifying to what extent this is important. . Experiments 

were made consisting of exposure to an artificially produced 

humid atmosphere of rotors with cast squirrel cages; one part of 

. the rotors was made of sheets varnished. prior to casting the cages, al 
whilst the other part was without such varnish protection. After x 
56 days the rotors were cut in transverse direction and taken apart. 
The sheets from both types were absolutely clean. To eliminate 

freak results the experiment was repeated several times and the 

same treatment was given to rotors of motors exposed over long 

periods to tropical conditions, No corrosion could be detected 

at the surfaces of the sheets. This surprising result is 
Vattributed.to the fact that the strong contraction of the sheets 

does not allow diffusion of water vapour between the sheets. Owing 
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to the fact that after casting the cage, the rotor has still to be 
machined, varnishing of the sheet surfaces will not give any 
protection of. the edges at the surface of the rotor. No varnish- 
ing is necessary for rotor or stator sheets designed to carry 

cast aluminium windings. In some cases varnishing is even a 
disadvantage since it reduces the filling factor, which is 
undesirable in the case of small motors. Thus,the problem 
remains of protecting the rotor surface in which there is corrosion. 
regardless of whether the sheet surfaces are or are not: protected, 
Current type varnishes would have to be about 100 pw thick, which 
is inadmissible in the given case... In East Germany eleven 
different varnish systems were tried. A satisfactory system is 
composed of three layers. As varnishes alkyd modifications of 
melamine and urea resins were used. Although the protection of 
the surface is reliable, the thicknesses are quite considerable. 
Soviet engineers choose the varnish on the basis of the respective. 
thermal class of the machine: glyptal varnishes for classes A,E, B, 
silicon varnishes for the classes F and. H. It is pointed “out, 
in one respective report that manipulation of the varnished rotor 
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must be carried out with great care, since they are Liable to be 
easily gamaged. In Czechoslovakja the problem is being dealt with. 

by CKD Ceska Lipa jointly with VUSE. It is an advantage-that the 
problem is studied by a plant manufacturing small rotary machinery, 
where it is realised that the protective layers must be thin. 

First tests on models have shown that without a prime coating, the 
varnish does not adhere properly and does not provide satisfactory 
anti-corrosion: protection, It is also important to choose. a 

varnish with adequate elasticity. The following system proved 
satisfactory: the finish machined and degreased rotor is coated 

with a prime coating S.2008 and then is sprayed: with varnish 0 1905, 
which is followed by spraying with a thin layer of 0 2902. All 

the layers are produced using varnishes of very low viscosity. ‘3 
The success. hinges on applying carefully the prime coating. 7 
Reliable anti-corrosion protection is. achieved by a layer 18 to 

20 »n thick. The intermediate layer can be omitted so that the ee 
elastic enamel O 2902 is sprayed directly onto the prime coating, 

thus reducing the thickness to 10-12 p. A number of tests in the 

test chambers of VUSE have proved that such a carefully produced 

layer will ensure reliable protection. After 56 days the rotors 
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é 
remained entirely without damage, the varnish remained:elastic and vs 
bright, The tests were.made not only on freely placed rotors but — 
also on rotors exposed to the influence of dilatations, which are 
damaging to the varnished ‘layer, and. the varnish was also exposed ~ 
to heat. Flaking off of varnish occurred only after considerable 
stressing by centrifugal forces, It appears that the problem of 
surface protection of aluminium rotors has been: to:a large extent 
solved. The problem still remains of protecting miniature ‘motors | 
where even this layer of varnish is too thick or rotors where 
varnishing is not practicable at all. For the time being no other: 
solution appears possible apart from enclosing such motors into. 
spaces that are entirely sealed against the external atmosphere 
or using air-conditioning. equ: pment, 


(Note: This is a virtually complete translation) 


ASSOCIATION: _SVUSE, Bechovice 
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materials: d’ the relevant, laboratory: nold ‘tests df, sie = Sire ee 


ORG: State: sig: Hasearch Insti ‘Tnstitute ‘c ‘of: Heavy Guseenk Electrical —— Bechovice Bee 


a ‘SOURCES: 'SLaboproudy obzor,, Ve 26, ‘no. ay 1965, 37-43 
TOPIC TAGS $ ‘electric Ansulator, electric insulation, ‘corrosion, , mlerebi ology 


ABSTRACT: 0 i onthe basis of. the critical 
temperature and peletine: humidity a ‘data “published. “by: ‘various: ‘meteorological 
end atmospheric research stations, ‘the ‘surface «of. the: Earth’ ‘been: ‘divided 


¢. | into four regions of different degrees of: ‘microbial-corrosio azard.. ‘Labor= 


‘atory + pla tests: with various: test: conditions. degrees of: “peverity) . have se 
“The. selection of the? test. condi- 


ear characteristic of the individual ‘Fegions. ‘rigs art. has: 
ams] . 
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AUTHORS : Rychtera, Miroslav, Engineer and Blahnik, Roman, Doctor : 


aC Ark ee 

TITLE: Apparatus for Measuring Electrical and other Physical. 
Properties of Dielectrics ina Medium of Exactly 
Defined Temperature and Humidity 


PERIODICAL: ‘Blektrotechnicky obzor, 1960, Vol.49, No.6, pp.304-307 


TEXT: Apparatus was designed and built which permits carrying 
out electrical and physical measurements under clearly defined mo, 
varying temperatures and humidities at constant air pressures. The 
basic requirement is to create a well defined humidity of the medium. 
This is done on the basis of the principle that the relative air = , 
humidity at a given temperature a¥. is a function of the absolute 
humidity. The absolute humidity (quantity of saturated water 
vapour) above an.open water surface is a function of. the temperature. 
ay of the water in the liquid state. Thus, by producing an 
‘appropriate absolute humidity as a result of evaporation of liquid 
water bychoosing its temperature nee a specific relative humidity 
will be created in the space having a temperature ay above the 
water. surface. The experimental: realisation of this principle is 


illustrated by Fig.2 representing two interconnected spaces with 
‘Card.1/7 oA 
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the respective temperatures VU, and Alsi: The bottom space eee 
("prostor B'') contains water of the temperature Nos whilst in the 
top space ("prostor A"), with a temperature ~y., a €learly defined 
relative water vapour pressure will exist. Calculation of the 
required temperature of the water space to obtain the desired 
relative humidity in the space of the temperature avAy is based on. + Se 
plots of the absolute content of water vapour as a flinction of oy 
temperature for various relative humidities. It is obvious that Wa 
for this purpose two independent thermostated spaces are required 
and a sketch of such equipment is shown in Fig.3. The equipment 
consists of three concentric cylinders forming the top measuring 
space, a thermally insulated base plate and a system of three 
concentric vessels of the bottom evaporation space, The entire 
equipment is mounted into a work table which also houses .the 
regulation and control equipment. The main space, thermostated by 
means of a contact thermometer T,, is the space for carrying out 

the experiments, the bottom space, thermostated by means of. the 
contact thermometer. T,, is designed for establishing a water 

vapour concentration (absolute humidity) which is equal in-both 
spaces; Above the equipment: analytical scales are mounted which 
Card 2/7 
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enable determining the quantity of water sorption by the specimen 
placed into the measuring space. Fast equalization of the humidity 
in the measuring space is achieved by mixing the air by means of a 
mixer. To prevent partial equalization of the temperatures between 
the bottom and the top space during the measurements, the connection 
between. the two spaces for equalizing the humidity is limited to 
the barest minimum. . The legend for Fig.3 is as follows: 

1 += analytical scales, 2 - thread of the scales, 3 - tube protecting 
the thread, 4 - electromagnetic seal of the through-openingfor the — 
scales'. thread, 5 - contact thermometer, 6 - interchangeable Lid 

for measuring by weighing, 7 ~ top plate of the test space, , 

8 ~ concentric glass cylinders, 9 - insulator bushings, 10 - mixer, | 
ll = heater filaments (outer) of the measuring space, 12 - flexible. 
leads, 13 - specimen under test, 14 - grating, 15 - heater filament 
(inner) of the measuring space, 16 - water mark with switch, j 
17 ~ valve for closing the humidity supply holes, 18 - lid, 

i9 ~ base plate, 20 - the external double-walled veseel, 


21 = internal (evaporation) :double-walled vessel, 22 .- central 
simple vessel, 23 ~ water supply hose, 2% - handle for controlling 
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the closing valve, 25 - scale, 26 - heater filament of the | 
evaporation vessel. , separate sketches are included of the inter-= 
changeable lid 6 ('vyménné viko") and of the valve for: closing - 
the humidity supply ‘holes 17 ("detail uzaveru"). .The heating 
frlaments are sub- divided into two groups, one for the temperature 
range 20 to 30°C and the other for the temperature range 30 to 45°C. 
The, temperature is controlled on the basis of the values measured by 
the contact thermometers, which switch on or switch off the 
centactors of the appropriate heater elements by means of electronic: 
relays. By’means of the here described apparatus it is possible to 
arry cut sorption measurements by weighing and to measure the _ 
slectreenl properties in a space with an accurately defined tempera-~ 


ture and humidity. The thread of the analytical scales penetrates 
inte the measuring space through an electromagnetic seal, which 
opens only for a short time whilst the weighing is being done. As. 
a result of this; the humidity in the measuring space will not be 
affected. When measuring the insulation resistance, the bushings 
that pass through the top plate are heated with a d:c, current to a 
‘Card 4/7 
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temperature above the dewpoint of the air in the measuring space. © : 
This.is done to eliminate any influence of parasitic conductivity of °° 
the water film which may be condensed on the surface of the Ad 
-bushings. For measuring the breakdown strength, another replaceable 
lid is used, which has a safety valve that opens if an undesirable 
excess pressure builds:up in the measuring space during high voltage 
tests. The electric breakdown strength and the dielectric Loss 
factor can be measured at voltages up to 15 kV. For a temperature 
setting of 40°C, local nonuniformities in the temperature inside ~ 

the measuring space did not exceed 1.1°C and the maximum fluctua- . 
tions with time were 0.2°C. Thus, the temperature distribution 

was within + 0.55°C and the temperature fluctuation with time was 

+ OL C, Consequently, the local nonuniformities in the relative - 
humidity were within + 2.5%, whilst the fluctuations in the relative 
humidity with time were within + 0.5%. There are 5 figures. 
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electrical materials and assemblies during atmospherical exposure 
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1, Statni vyzkumny ustav silnoproude eletrotechniky, Bechovice, 


(Electrical engineering) 
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TITLE: 
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PERIODICAL: 


TEXT: . Tests were 
trics to cyclic: humidity 
is more destructive than exposure to 
constant humidity, 
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Comparison of effects upon dielectrics exposed to cyclic and 


Slaboproudy obzor, y. 22, no. 10, 1961, 588.590 


conducted to determine whether exposure of dielec- .- 


atmospheric conditions 


constant humidity, and how cyclic and 
tested under humid heat, would affect them, 


Althongh:-a 


variety of tests recommended. no conciusive decision has @s yet been made on. 
whether the tests should te carried out under exposure to cyclic or constant 


humidity. The tests described were performed on non-pcrong 


_lelectrics, pre- 


dominantly of macromolecular compounds, whose moisturizaticn is mainly effec- 
tes by the process of activated diffusion according tc Fick's law of diffu- 


sion, It could be derived that the rate - 
trics mainly depends on the pressure of w 
brium of moisture in these diele 
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the air. If a nen-porous dielesiris is expesed $59 a constant degree of hu- & ate 
midity, the moisturizatica ate approximates Fickis equation. If, how- 
ever, & constant reiative humidity is maintained and. when changing the abso- .. ©. 
lute humidity in the air, an alternation of rapid and slow moisturization of 
the dielectric takes place. Restlie of ats conducted under bsth climatic + 
conditions with exposure periods cf "30 days have shown that a climate with 
cyclic humidity will cause a mash larger decrease of the dielectriciz insu- ; 
lation resistance than a constant climate, even if temperature and average 
relative and absolute humidity of both climates are equal. Larger changes 

caused by cyclic humidity are attributed to hysteresis effects during alter. 
nating sorptions and ads Seek bie of hamidity within the dielectric. The tests 
have further shown that ressar gn she ; 


wuld be conducted under eyslic rather 
than constant ciimatic cond: tions. re are 2 figures and 8 references: § 


Soviet-blec and 2 non-Soviertebis 


ry 
$ 


he references to the English-language 
publications read as fclisws: Anonym; Besic Climatic and Mechanical Robuste 
ness Testing Procedure for Compsnents, IEC, 196C; B. BartékevaA: Methcds of 
Climatic Tests. Simulation of Tropical Atmospheres. Technicai Digest 71960, 


“no. 12, p. 23, 
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_ Béchovice u Prahy (State Research Institute of Heavy- 
Current Engineering, B&échovice near Prague), 


Submitted : _ June 7, 1951 
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AUTHOR: Rychtera, Miroslav, Engineer 
aise 

TITLE: A new method of investigating electrical-property 
changes of electrotechnical materials and assemblies 
during atmospheric tests 


PERTODICAL: Slaboproudy obzor, Vs 22, no- ll, 1861, 650-655 . 
The article criticizes the tropicalization test method pree 


siy used in Chinese climatic-test stations, suggests and evaluates 
ified atmospheric-test method where a number of electrical and 


aes 


rological measurements are made at greater intervals. Atmospheric 
lectrotechnical materials in the tropical climate of southeast » 
nerally, in measuring electrical pro= 
ature and humidity of air ‘at inter- 
the results VSe exposure 
. times must not-be ignored. 
The measured external and interna properties 
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arises from a reversible component {due to the weather) and an irreverse 
_ible component (due to the clinate). However, the conventional te 
2 method measures only the sum of these tto components so that “the re- 
versible deterioration component cannot be defined and obtained test 
results cannot be properly evaluated. In the new test method, a series 
of electrical and meteorological (temperature and humidity) edsurencnts 
are nee ee: intervals of 2 months, for 3 ~ 5 su bsequent days, at 6809, 
14900, a 2100 hours. This modified test method was verified in ‘etmateted 
‘tests, perce far. 1 year. on insulator specimens in an improvised 
‘atmospheric-test chamber a ta it was found that data, measured 
(on three subsequent days, ffered ccensiderably due to varying weather 
conditions (reversible pipeace effect) and insulation-resistance values 
Vere measured which were 1,080 - 10,000 times greater or smaller. The: 
test results can be evaluated in several ways, c.g. by selecting those 
values which were measured under equal weather conditions, thus de- 
ermining the irreversible climatic influence, or by calculating the 
mean values of all measurements made during a S-day periods thus de~ 


part Sree § 


termining the insulator deterioration dependent on climatic exposure, 
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etco In conclusion the author States that the modified climatic test. 
method allows an objective evaluation of results, There are 4 figures, 
ii table, and 6 Soviet~bloc references. The reference to the Englishe 
language publication reads as follows: ¥. Rychtera: Pactors of Acccle- 
ration of the Artificial Climatic Test "Cyclic Damp Heat" for Dielece 
tries in Comparison with Exposures in the Humid Tropics. Acta Technie 


ca 1960, no. 5, pp 441-458, 


ASSOCIATION: © Statni vyzkumny ustay silnoproude elektrotechniky, . 
echovice (State Research Institute for Heavy-Current 


, . . - wv . 
‘ngineering in Bechovice) 


SUBHIPTED: _ June 6, 1961 


Card 3/3 


APPROVED FOR RELEASE: 06/20/2000 CIA-RDP86-00513R001446410020-9 


"APPROVED FOR RELEASE: 06/20/2000 CIA-RDP86-00513R001 


RYCHTSRA, M. 


es : CePenOoe . s : Paey 
Designs for installing high-tension equipment in tropical arezs 


3. 226 (lek 3 } 
p. 206 (Elektrotechnik) Vol. 12, no. 9, Sept. 1957, Praha, Czechoslovakia 


50: 


SAI) LC, VOL. 7, NO. 1, -Jan, 


446410020-9 


APPROVED FOR RELEASE: 06/20/2000 CIA-RDP86-00513R001446410020-9" 


"APPROVED FOR RELEASE: 06/20/2000 CIA-RDP86-00513R001446410020-9 


AYCHTERA, Miroslav, inz, 


Czechoslovak research on electrotechnolo under cli | ; 
El tech obzor 52 n0.2:98-100 F 163, ona thons. 


1, Statni vyzkumny ustav silnoproude elektrotechniky, 


APPROVED FOR RELEASE: 06/20/2000 CIA-RDP86-00513R001446410020-9" 


: APPROVED FOR RELEASE: 06/20/2000 CIA-RDP86-00513R001446410020-9 


= Px ey 


| heat cane 


%/039/62/023/009/002/003 rs 
D407/D350l =i we 


AUTHOR: Rychtera, Miroslav, Engineer 
eee 
WEEhe Glassification of degradation events, occurring in. 


electrical-engineering materials. or electrical equip-. 
ment in unfavorable atmospheres : or 


maT “AAT A : 2 - . - to 
PERLODICAL: .SlLaboproudy obzor, v. DFA Our 2s 1962, 511-517 

TR? + -- The. author phenomenoLogically investigates the lees 
causes and effects of degradation occurring in eLectricaL materials .j- 


and components exposed to unugavorable atmospheric conditions. The 
paper is intended as a contribution to further research on atmos- 

pheric-degradation phenomena and the design of laboratory equipment - 
for simulating such phenomena. After description of general classi- 
fication viewpoints, investigation of: the duration of individual 
decradation events, and determination of the regeneration ability of 
caused degradation, the author tabulates degradation causes and 
effects. He distinguishes between sudden .an 


d Long-lasting degrada- 
scion events which may cause permanent, ‘reversible, and/or transient 
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SIABOPROUDY OBZ08. (Ministerstvo. vesobecniho strojirenstvi, Ministerstvo, ahead 
a Ceskoslovenske, vedecko-technicka spolecnost, sekce alektrotechnika) Praha, — 
Czechoslovakia, Vol. 20, No. 7, July 1959, 


Monthly List of Hast European Accessions (EFAI Le Vol. 8, No. 11 
November 1959, : ee cua 
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